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DPD - 4343-59 


1 July 1959 


PAYMBMT KLM FOR GENERAL PRECISION LAB0RA3?0RY, IHC. 


All payBMaits to the General Precision Laboratory, Ihc , pursuant 
to Contract Nos. RA-IO 76 , HP- 67 OI, HP-2249, JIP-CT-693 and 01-1461 
Including InterlB and final payaents for work and ssrvloes perfb rwed 
for which vouchers have been subasltted, vlU be accomplished ats follows: 


1. Interim and final vouchers submitted by the Gemral 
Precision Laboratory, Inc , will be certified for 
payment by the Coa^roUer. 

2. Interim and final vouchers subeiltted by 'Uie General 
Precision Laboratory, Ihc . , will be approved by the 
Contracting Officer 


3- U S. Treasury checks will be drawn In the amounts 
of authorised payment by the on site Representative 
of the Chief Diabtirslng Officer, payable to General 
Preclsi<xx laboratory, Ihc , and mailed with a sterile 
form showing the app ro p r iated eontraet nvaaber and 
invoice (voucher) nuBber(s) for which the check la 
In payment. 
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4. Cheeks will be tranenltted to the General Precision 
Laboratory, Ihc., in double envelopes. Ihe outer 
envelope will be addressed to: 


The return address will read: 


Ihe inner envelope will be marked: be opened by 

only". 


CONCURRENCES: 


Gontracsing uxiicer, DPD 




tjecurixy uiiicer, uru 




ccapcroxjuer, DH) 
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